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ACTION NEA-07 

INFO OCT-01 SS-14 ISO-OO NSC-05 NSCE-00 INR-05 CIAE-00 

SNM-02 L-01 10-03 /038 W 

036592 

R011030Z AUG 75 
FM AMEMBASSY BEIRUT 
TO AMEMBASSY CAIRO 
AMEMBASSY ANKARA 
INFO AMEMBASSY DAMASCUS 
DEA HQS WASHDC 
SECSTATE WASHDC 5591 

CONFIDENTIAL BEIRUT 9779 

LIMDIS 

POSTS FOR DEA, DEA HQS, FOR EOIN, FROM SAIC MARIA 

E.O. 11652: GDS 
TAGS: SNAR 

SUBJECT: EGYPT ENFORCEMENT COLLABORATION 
REF: BEIRUT 9659 (R 301 1 14Z JUL 75) 

1. SAIC MARIA HAD EVENING MEETING WITH COL. R. LANDRY 
CANADIAN MILITARY ATTACHE BEIRUT AND CAPT. DAVID ROBB, 
SECURITY OFFICER FOR CANADIAN CONTINGENCY AT ISMAILIA 
(UNEF), EGYPT. 

2. ON BEING FULLY BRIEFED CATP. ROBB SAW NO PROBLEM IN 
FURNISHING S/A HOLM WITH CANADIAN UNIEF ID CARD AND UNI- 
FORM PATCHES. S/A HOLM WILL ASSUME ROLL AS A MEMBER OF 
THE CANADIAN 1 16TH AIR TRANSPORT UNIT OF UNEF AT ISMAILIA. 
S/A HOLM WILL BE FULLY BRIEFED BY 1 16TH CREW BEFORE MEET- 
ING SUSPECT AT CAIRO. 

3. ANKARA RO REQUESTED SEND HOLM TO BDO SOONEST SO THAT 
ARRANGEMENTS CAN BE STARTED. 
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4. CAIRO (TOM MURPHY) PLEASE TELL GENERAL FARAG THAT 
ALL IS MOVING SMOOTHLY OUR END. S/A HOLM ROLE PARA 2 
ABOVE CAN BE EXPLAINED TO FARAG. 

GODLEY 
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Message Attributes 


Automatic Decaptioning: Z 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: DRUG CONTROL, MEETINGS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 01 AUG 1975 

Decaption Date: 28 MAY 2004 

Decaption Note: 25 YEAR REVIEW 

Disposition Action: RELEASED 

Disposition Approved on Date: 

Disposition Authority: ElyME 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BEIRUT09779 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D750266-0198 
From: BEIRUT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750887/aaaaczfz.tel 

Line Count: 65 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: CONFIDENTIAL 
Original Handling Restrictions: LIMDIS 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: LIMDIS 
Reference: 75 BEIRUT 9659 
Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 JUL 2003 by MartinML>; APPROVED <05 DEC 2003 by ElyME> 

Review Markings: 
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Declassified/Released 
US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EGYPT ENFORCEMENT COLLABORATION 
TAGS: SNAR, EG 
To: CAIRO ANKARA 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



